DOCKETED ITEMS
8503050470 Responds to NRC 850125 Itr re deviation noted in insp of License R-66.Corrective actions:health physics staff has begun to keep required flow measurement check records & preparation of health physics duty master list ordered. MULDER.R.U. Virginia, Univ. of, Charlottesville, VA. 85/02/20. Director's Office, Office of Inspection and Enforcement. 2pp. 29208:068-29208:069.
Q. inspection reports, IE Bulletins & correspondence
8503040518 Informs that NRC will conduct independent proprietary review of insp repts (ref 840904 FR notice, "Revised Manual Chapter Proprietary Review of Insp Repts" & 840914 Manual Chapter 0611).Aid in identifying proprietary info requested. OLSHINSKI.J.A. Region 2, Office of Director. 85/02/06. MULDER.R.U. Virginia, Univ. of, Charlottesville, VA. 1p. 29195:059-29195:059.
8503050322 Responds to NRC 850130 Itr re violations noted in Insp Rept 50-062/84-01.Health physics survey records will be completed in pen rather than pencil & vault to waste holding tank normally kept locked at all times.
MULDER.R.U. Virginia, Univ. of, Charlottesville, VA. 85/02/20. Director's Office, Office of Inspection and Enforcement. 2pp. 29206:360-29206:361.
8503050411  Responds to 850125 notice of violation.Corrective actions: experiment causing radiation field relocated to shielded area,radiation survey procedures modified & matls transferred per manifest.labeling & placarding requirements. MULDER.R.U. Virginia, Univ. of, Charlottesville, VA. 85/02/20. Director's Office, Office of Inspection and Enforcement. 6pp. 29206:007-29206:012.
8503050470 Responds to NRC 850125 Itr re deviation noted in insp of License R-66.Corrective actions:health physics staff has begun to keep required flow measurement check records & preparation of health physics duty master list ordered. MULDER.R.U. Virginia, Univ. of, Charlottesville, VA. 85/02/20. Director's Office, Office of Inspection and enforcement 2pp. 29208:068-29208:069.
DOCKET 50-89 GENERAL ATOMIC CO.
R. Periodic operating reports & related correspondence
8503040328 Annual rept of operation for 1984. MOWRY.W.R. GA Technologies, Inc./General Atomic Co. 85/02/25. THOMAS.C.O. Standardization & Special Projects Branch. 9pp. 29183:075-29183:083.
DOCKET 50-111 NORTH CAROLINA STATE UNIV. RESEARCH REACTOR
Q. Inspection reports, IE Bulletins & correspondence
8503040060 Informs that NRC will conduct independent proprietary review of insp repts (ref 840904 FR notice, "Revised Manual Chapter Proprietary Review of Insp Repts" & 840914 Manual Chapter 0611).Aid in identifying proprietary info requested. OLSHINSKI.J.A. Region 2, Office of Director. 85/02/06. TURINSKY.PJ. North Carolina State Univ., Raleigh, NC. 1p. 29193:359-29193:359.
DOCKET 50-124 VIRGINIA POLYTECHNIC INSTITUTE TRAINING REACTOR
P. Operating license stage documents & correspondence
8503190575 Application for rev to 841017 proposed renewal of License R-62,authorizing possession only status until 1990. VAN DRESSER.W. Virginia Polytechnic Institute & State Univ., Blacksburg, VA. 85/03/12. DENTON.H. Office of Nuclear Reactor Regulation, Director. 1p. 29407:087-29407:087.
DOCKET 50-70 GENERAL ELECTRIC TEST REACTOR
G. Adjudicatory correspondence
8503070197 Forwards J Turk 850131 Itr opposing restart of facility. Prompt reply to Itr requested.Served on 850306.
ALQUIST.A.E. California, State of. #185 905. 85/02/27. FRYE.J.H. Atomic Safety and Licensing Board Panel. 3pp. 29261:069-29261:071.
8503080284 Advises that significance of Morgan Hill earthquake not previously evaluated w/respect to GETR.Staff wishes to review GE analysis before undertaking to perform NRC analysis.Related correspondence. TURK.S.E. Hearing Branch 3. #185 909. 85/03/04. FRYE.J.H., FOREMAN.H.F., LINENBERGER.G. Atomic Safety and Licensing Board Panel. 1p. 29277:360-29277:360.
8503110154 Motion for extension of time until 850328 to respond to ASLB 850213 order re Morgan Hill earthquake.Certificate of Svc encl.
EDGAR.G.L. General Electric Co. EDGAR.G.L Newman & Holtzinger. #185 956. 85/ 03/07. Atomic Safety and Licensing Board Panel. 5pp. 29286:219-29286:223.
8503140279 Unopposed request for extension to respond to ASLB 850213 order re Morgan Hill earthquake.Served on 850312.Granted for ASLB on 850312. EDGAR.G.L General Electric Co. EDGAR.G.L. Newman & Holtzinger. #185 004. 85/ 03/07. Atomic Safety and Licensing Board Panel. 3pp. 29357:026-29357:028.
8503140254 Notice of ASLB constitution.JH Frye.chairman & GA Linenberger & H Foreman.rnembers.Served on 850312.
COTTER.B.P. Atomic Safety and Licensing Board Panel. #185 002. 85/03/11. 2pp. 29357:029-29357:030.
8503140188 Notice of hearing on application for renewal of License TR-1.Served on 850312.
FRYE.J.H. Atomic Safety and Licensing Board Panel. #185 998. 85/03/12. 3pp. 29357:154-29357:156.
8503290298 Response to ASLB 850213 order requiring analysis of data resulting from Morgan Hill earthquake by 850308.Data do not materially affect show cause seismic design bases or analysis.Certificate of Svc encl.
EDGAR.G.L. General Electric Co. EDGAR.G.L Newman & Holtzinger. #185 301. 857 03/28. 8pp. 29563:213-29563:220.
DOCKET 50-83 UNIV. OF FLORIDA TRAINING REACTOR
Q. Inspection reports, IE Bulletins & correspondence
8503040523 Informs that NRC will conduct independent proprietary review of insp repts (ref 840904 FR notice, "Revised Manual Chapter Proprietary Review of Insp Repts" & 840914 Manual Chapter 0611).Aid in identifying proprietary info requested, OLSHINSKI.J.A. Region 2, Office of Director. 85/02/06. WETHINGTON.J.A. Florida. Univ. of, Gainesville, FL 1p. 29194:359-29194:359.
DOCKET 50-87 WESTINGHOUSE CRITICAL EXPERIMENT
R. Periodic operating reports & related correspondence
8503210153 Forwards "Annual Operating Rept for 1984 for Westinghouse Nuclear Training Reactor" & correction to 1983 annual operating rept. RUETER.K.M. Westinghouse Electric Corp. 85/02/04. Region 3, Office of Director. 1 p. 29477:307-29477:311.
-8503210158 "Annual Operating Rept for 1984 for Westinghouse Nuclear Training Reactor."
* Westinghouse Electric Corp. 84/12/31 3pp. 29477:308-29477:310.
-8503210169 Errata to Rev 1 to 1983 operating rept.
*  Westinghouse Electric Corp. 83/12/31. 1p. 29477:311-29477:311.
Q. Inspection reports, IE Bulletins & correspondence
8503060380 Informs that NRC will conduct independent proprietary review of insp repts (ref 840904 FR notice, "Revised Manual Chapter Proprietary Review of Insp Repts" & 840914 Manual Chapter 0611).Aid in identifying proprietary info requested. OLSHINSKI.J.A. Region 2. Office of Director. 85/02/06.
PARKINSON.T.F, Virginia Polytechnic Institute & State Univ., Biacksburg, VA. 1p. 29250:308-29250:308.
DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3
F. Security, medical, emergency & fire protection plans
8503040405 Advises that emergency notification sys or Health Physics Network not needed.per Region V 850110 Itr re installation of emergency phone sys.Stored spent fuel does not have sufficient decay heat to exceed offsite exposure limits. SHIFFER.J.D. Pacific Gas & Electric Co. 85/01/31. MARTIN.J.B. Region 5, Office of Director. 1p. 29178:324-29178:324.
H. General correspondence
8503050140 Expresses support for util plan to store nuclear waste at facility in Hum-boldt County.
MCCLELLAND.K.R. Affiliation Not Assigned. 85/01/15. ERICKSON.P. NRC - No Detailed Affiliation Given. 2pp. 29221:061-29221:062.
8503050125 Expresses support for util plan to store nuclear waste at plant near Eureka,CA.
MCCLELLAND.D. Affiliation Not Assigned. 85/01/16. ERICKSON.P.B. NRC - No Detailed Affiliation Given. 2pp. 29221:358-29221:359.
8503040001  Discusses proposed decommissioning plan for facility. Dangerous rnatl should be left at plant site in safe storage until suitable disposal site available. HAYWARD.L Affiliation Not Assigned. 85/02/18. ERICKSON.P.B. NRC - No Detailed Affiliation Given. 3pp. 29194:326-29194:328.
8503050147 Discusses util plan to store nuclear waste.Safer storage sites available.Facility close to Eureka & bay.where release of matl could be catastrophic. GENELLY.R.E. Affiliation Not Assigned. 85/02/23. ERICKSON.P.B. NRC - No Detailed Affiliation Given. 2pp. 29221:349-29221:350.
8503050410 Comments on decommissioning plans for facility.Plant location poses danger to people & environ due to earthquake faults in area & leaking containment liner.
LANE.A. Affiliation Not Assigned. 85/02/23. ERICKSON.P. NRC - No Detailed Affiliation Given. 2pp. 29206:005-29206:006.
8503050458 Recommends that util use Safstor technique outlined in environ rept to decommission facility to minimize exposure to public & util employees & overall costs for dismantling.
PORTER.J.E. Eureka Inn, 85/02/25. ERICKSON.P.B. NRC - No Detailed Affiliation Given. 2pp. 29208:036-29208:037.
8503050405 Opposes util plan to store nuclear waste at facility.Waste should be removed.
LANGBEN.C. Affiliation Not Assigned. 85/02/25. ERICKSON.P. NRC - No Detailed Affiliation Given. 1p. 29210:251-29210:252.
8503070163 Requests approval of decommissioning plan based on considerations of safety & reasonable cost covered by SAFSTOR technique.Redwood Alliance understanding of problems vague & superficial. Use of threatening insinuations noted. COLLINS.E.H. Affiliation Not Assigned. 85/02/25. ERICKSON.P.B. NRC - No Detailed Affiliation Given. 2pp. 29267:077-29267:078.
8503050337 Supports custodial safestore method of storing radwaste proposed by util. WILKINS,M.M. Affiliation Not Assigned. 85/02/26. ERICKSON.P.B. NRC - No Detailed Affiliation Given. 2pp. 29207:301-29207:302.organizational structure & redistributina responsibilities re radiological safety.Supporting documentation encl.
